This report : v fequired by law (7 USC 2143). Failure to report according to the regulations can DEC 
W result in an order to cease and desist and to be subject to penalties as provided for in Section 211 


0 2 2004 


See attached form for 
additional information. 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

A. CERTIFICATE NUMBER: 35-R-0001 

CUSTOMER NUMBER: 010 

' FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

University Of Wisconsin-Madison 

Research Animal Resources Ctr. 

Director Research Animal Resources Center 

1710 University Avenue 

396 Enzyme Institute 

Madison, Wl 53726 

|3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animai 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wti 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this reporl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

<ii 

92 

329 


421 

5. Cats 

12 

18 

90 


108 

6. Guinea Pigs 

— — 

1 

— — 


1 

7. Hamsters 

— 

47 

541 

4 


545 

8. Rabbits 

28 

57 

283 


340 

9. Non-human Primates 

1,116 

459 

854 


1,313 

10. Sheep 

6 

— — 

101 


101 

1 1 . Pigs 

107 

550 

249 


799 

1 2. Other Farm Animals 
Cows 

56 

4 

95 


99 

Horses 

13 

. 

17 


17 

1 3. Other Animals 

SkunKs 

- - 

5 


• 

5 

Opossums 

_ 

66 

— 


66 

Raccoons 


86 



86 

, i . 

Red Foxes 

— — 

8 

— 


8 

| ASSURANCE STATEMENTS 

> 

1 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such excaptions Is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


1 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



1 NAUP X Tin F OF f!Ffl OR INSTITl ITIOMAI OFFIP.IAI ( Tvoe Or Print ) 

M 


18), which is obsolete.) 

/ 

















































y This report is required by law (7 USC 2143) Failure to report according to the regulations can 
result in an order lo cease and desist and to be subject to penalties as provided for in Section 2150- 


See reverse side for 
additional information. 


Interagency Report Control No. 
01 80-00 A- AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVIC 


Wt 0 22004 


FORM ARP ROVE 0 
0MB NO. 0579-0036 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

( TYPE OR PRINT) 


I. REGISTRATION NO. 

35-R-0001 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, at registered with USD A 
include Zip Code ) 

University of Wi scons in-Madison 
Research Animal Resources Ctr. 

Director, Research Animal Resources Center 
1710 University Avenue 
96 . Enzvmeinstitute 




\m 


ivw: 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adktitiona) sheets it necessary or use this form ) 


Animals Covered 
By The Animal 
Welfare Regulations 


12 B/OR 13 Other 
(List by species) 


B. Number ol 
animals being 
bred, 

conditioned, or 
held ior use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pam, distress, or 
use of pain* 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and tor which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 


TOTAL NO. 
OF ANIMALS 


(Cols. C ♦ 
D + E) 


Gerbils 


Chinchillas 


Chipmunks 



1) . Professionally acceptable standards governing the care, treatment, and use of animats, including approriale use of anesthetic, analgesic, and tranquilizing drugs, prior to, during. 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 

2) . Each principal investigator has considered alternatives lo painlul procedures. 

3) . This facility is adhering to the standards and regulations under the Act, and it has required that exceptions lo the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Aminat Care and Use Committee (IACUC) A summary of all such exceptions is attached to this annual report in 
addition to identifying the IACUC -approved exceptions, this summary includes a brief explanation of the exceptions, os welt as the species and number ot animals affected 

4) The attending veterinarian for this research facility has appropriate authority lo ensure the provision of adequate veterinary care and lo oversee the adequacy ot other aspects of 

animal care and use. 


CERTIFICATION BY IIEADQUAKTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

t certify that the above is true, correct, and complete (7 U S C Section 2143) 


uauc • rm c nc c ci no luermmnuAi Areii'i a • 


f Type or Print) 



PART 1 - HEADQUARTERS 























SUMMARY OF IACUC APPROVED EXCEPTIONS TO THE 
STANDARDS AND REGULATIONS OF THE USDA ANIMAL WELFARE 

ACT 


University of Wisconsin - Madison 
Registration No.; 35-R-0001 
Reporting Period: 10/01/03 - 09/30/04 

More Than One Protocol Involving a Major Operative Procedure: 

While there are some protocols containing multiple surgical procedures, there are no are no 
approved protocols for use of animals across protocols and involving major operative 
procedures. 

Food and/or Water Deprivation: 

• IACUC approved protocol for up to 156 Rhesus and 100 Hamsters - water restriction for up to 
12 hours/day for five (3) days for Conditioned Taste Aversion Training. 

• IACUC approved protocol for up to 1 57 Rhesus - 30% calorie restriction of diet and housing in 
metabolic caging for up to 72 hours. 

• IACUC approved protocol for up to 145 Marmosets - 15-18 hour fast prior to glucose 
challenge. 

• IACUC approved protocol for up to 36 Rhesus - water restriction as work stimulus for up to 12 
hours per day for 5 day work period. 

• IACUC approved protocol for up to 70 Cats and 8 Rhesus - water restriction as part of work 
reward for up to 18 hours per day for 6 days. 

• IACUC approved protocol for up to 24 Rhesus - 1 2 hour fast prior to vitamin A dosing and 
metabolic cage housing. 

Not Cleaning and/or Sanitizing at Required Frequencies: 

• IACUC approved protocol for up to 480 1 3-lined ground squirrels - exempted from cage 
cleaning during hibernation period. 

• IACUC approved protocol for up to 60 Rhesus - limited cage cleaning for up to three weeks 
after receiving radioactive materials (clean pans only). 


SUMMARY OF IACUC APPROVED EXCEPTIONS TO THE 
STANDARDS AND REGULATIONS OF THE USDA ANIMAL WELFARE 

ACT 


Restraint: 


• IACUC approved protocol for up to 232 sheep - tethering of post-surgical animals in portable 
enclosures for up to 10 days to prevent damage to surgical instrumentation. 

• IACUC approved protocol for up to 32 Rhesus - chair restraint of animals involved in sleep 
study data collection. 

• IACUC approved protocol for up to 72 Cats to be given a paralytic agent while under 
anesthesia - high degree of stability for intracellular recording in cortex is required. 

• IACUC approved protocol for up to 124 Rhesus - chair restraint of animals for up to 16 hours 
for the collection of amygdala perfusates 

• IACUC approved protocol for up to 150 Cats and 275 Chinchillas - restraint required for up to 
3 hours for cochlear nucleus recording. 

• IACUC approved protocol for up to 70 Cats and 8 Rhesus - restraint of animals for up to 6 
hours for eye coil recordings. 

• IACUC approved protocol for up to 36 Rhesus - chair restraint to allow for eye coil 
measurement. 

• IACUC approved protocol for up to 32 Rhesus - chair restraint for 14 hours to collect intruder 
measurement data. 

Housing: 

• IACUC approved protocol for up to 96 Rhesus -singly housed SIV infected animals. 

• IACUC approved protocol for up to 1 5 Rhesus - eight week single housing for surgical healing 
(5 weeks) and experimental adaptation (3 weeks). 


UNIVERSITY OF WISCONSIN - MADISON 
USDA REGISTRATION NUMBER: 35-R-QOI 
ACTIVE SITES (10/01/04^1 


The attached list is of sites that are currently active for the above noted 
registration number. 


All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


35-R-OOOl 

Site: 001 
Status: Active 


Site: 003 
Status: 


Site: 006 
Status: Active 


Site: 007 
Status: Active 


Site: 013 
Status: Active 


Site: 015 
Status: Active 


Site: 016 
Status: Active 


Site: 018 
Status: Active 


Site: 019 
Status: Active 


College of Agri & Life Science 
Meat & Animal Sciences Dept. 
Animal Science Facility 
Madison, WI 53706 
County: Dane 


Contact Person: 



College of Agri & Life Science Contact Person: 
Active Biochemistry Dept. 

Biochemistry Facility 
Madison, WI 53706 
County: Dane 



College of Agri & Life Science 
Food Microbiology & Toxicology 
Food Micro/Toxicology Building 
Madison, WI 53706 
County: Dane 


Contact Person: 



School of Veterinary Medicine 
AHARS 

AHABS Facility 
Madison, WI 53706 
County: Dane 


Contact Person: 



School of Veterinary Medicine 
AHABS Physiology 
Charmany Farm/Dairy Bam 
Madison, WI 53706 
County: Dane 


Contact Person 



Graduate School 
Biotron 

Madison, WI 53706 
County: Dane 

Graduate School 
Waisman Center 
Madison, WI 53706 
County: Dane 

Graduate School 
Primate Center 
Madison, WI 53706 
County: Dane 

College of Letters & Sciences 
Psychology Department 
Harlow Primate Lab 
Madison, WI 53706 
County: Dane 


Contact Person: 



Contact Person: 



Contact Person: 



Contact Person: 











All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


Site: 020 

Status: Active 

Graduate School 

Primate Center - Annex 
Madison, WI 53706 

County: Dane 

Site: 021 

Status: Active 

College of Letters & Sciences 
Psychology Department 
Brogden Psychology Facility 
Madison, WI 53706 

County: Dane 

Site: 022 

Status: Active 

Health Sciences 

Medical School 

Medical Sciences Center 
Madison, WI 53706 

County: Dane 

Site: 023 

Status: Active 

Health Sciences 

Medical School 

Clinical Sciences Center 
Madison, WI 53706 

County: Dane 

Site: 026 

Status: Active 

Health Sciences 

Medical School 

Meriter Hospital 

Madison, WI 53706 

County: Dane 

Site: 027 

Status: Active 

Health Sciences 

School of Pharmacy 

Pharmacy Building 

Madison, WI 53706 

County: Dane 

Site: 028 

Status: Active 

Health Sciences 

Bardeen Site 

Madison, WI 53706 

County: Dane 

Site: 031 

Status: Active 

Health Sciences 

State Lab. of Hygiene 

Madison, WI 53706 

County: Dane 

Site: 032 

Status: Active 

School of Veterinary Medicine 
Veterinary Teaching Hospital 
Madison, WI 53706 

County: Dane 

Site: 033 

Status: Active 

School of Veterinary Medicine 
Charmany Farms 

Madison, WI 53706 

County: Dane 


Contact Person: 



Contact Person: 



Contact Person: 



Contact Person: 



Contact Person: 



Contact Person: 



Contact Person: 



Contact Person: 









All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


Site: 035 

Status: Active 

College of Letters & Sciences 
Zoology Department 

Birge Hall 

Madison, WI 53706 

County: Dane 

Site: 036 

Status: Active 

College of Agri & Life Sciences 
Zoology Department 

Zoology Research 

Madison, WI 53706 

County: Dane 

Site: 040 

Status: Active 

College of Agri & Life Science 
Meat & Animal Sciences Dept. 
Livestock Laboratory 

Madison, WI 53706 

County: Dane 

Site: 041 

Status: Active 

College of Agri & Life Science 
Nutritional Science Dept. 
Nutritional Science Facility 
Madison, WI 53706 

County: Dane 

Site: 042 

Status: Active 

College of Agri & Life Science 
Wildlife Ecology 

Russell Labs 

Madison, WI 53706 

County: Dane 

Site: 044 

Status: Active 

Health Sciences 

SMI Site 

Madison, WI 53706 

County: Dane 

Site: 047 

Status: Active 

School of Veterinary Medicine 
Bookout Farm - AHABS 
Arlington Farms 

Arlington, WI 53911 

Site: 05 1 

Status: Active 

College of Agri & Life Science 
SPF Swine Facility 

Arlington Farms 

Arlington, WI 53911 

Site: 057 

Status: Active 

VA Animal Research Facility 
2500 Overlook Terrace 

Madison, WI 53706 

County: Dane 



Contact Person: 



Contact Person: 



Contact Person: 



Contact Person: 



Contact Person: 



Contact Person: 







This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order tc, cease and desist and to be subject to penalties as provided for in Section 21 J 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


Interagency Report Co 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 35-R-0Q03 

CUSTOMER NUMBER: 01 0 

FORM APPROVED 

OMB NO. 0579-0036 

University Of Wisconsin-Eau Claire 
504-A Phillips Hall 

Eau Claire, Wl 54701 

DEC 

09m 

Telephone: (999) -999-9999 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessary or use APHIS Form 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 



168 

0 

0 

168 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



NAME & TITLE OF C E O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 

t 2-6-04 


f 88), which is obsolete.) 

























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 1 


See attached form for 
additional information. 


Interagency Report Control No. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 35-R-0004 

CUSTOMER NUMBER: 769 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Ridglan Farms, Inc. 

P. 0. Box 318 

Mount Horeb, Wl 53572 


' 6 ?Ddi 


Telephone: (608) -437-8670 




3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach additional sheets If necessary or use APHIS Form 7023A ) 



A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

3414 

0 

0 

0 

3414 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resr 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animat Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 
11 / 22/0 







































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 


NOV 3 o 200 %e e attached form for 

additional information. 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 35-R-0007 

CUSTOMER NUMBER: 6 1 3 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

University Of Wisconsin-Parkside 

Department Of Biological Sciences 

900 Wood Road 

P. O. Box 2000 

Kenosha, Wl 53141 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessarv or use APHIS Form 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary ine 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4i The attendina veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL t Type or Print ) 


DATE SIGNED 

QUbkc'i 


idete.) 


\ ' ’ 


• r 

























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

35-R-0008 


CUSTOMER NO. 

642 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


Opr' 

Jo| 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

MARSHFIELD CLINIC RESEARCH FOUNDATION 
1000 NORTH OAK AVE 
MARSHFIELD, Wl 54449 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIO NS (s/fesj 


MARSHFIELD CLINIC RESEARCH FOUNDATION 
MARSHFIELD, Wl 54449 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animats being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


1 2. Other Farm Animals 



13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

1 SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

1 1 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) 

DATE SIGNED 

10/11/2004 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 • HEADQUARTERS 






























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


Interagency Report Control No. 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 35-R-0009 

CUSTOMER NUMBER: 629 

FORM APPROVED 

OMB NO. 0579-0036 

Aurora Sinai Medical Center 


945 North 1 2th Street tVOl/ 0 a 

P.O. Box 342, Rm. W303 C 9 2{JH 

Milwaukee, Wl 53201 


Telephone; (414) -219-7280 




3. REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessary or use APHIS Form 7Q23A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Nunrtoer of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and folkswing actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility hen appropriate authority to ensure toe provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible institutional Official ) 




I a.i a ear o yiti r /\r n r A aa isiiyati iyiaii a • aaaiai a • / ▼ 


*~ATE SIGNED 


APhio rv/rwvi 

{ AUG 91 ) 


l replaces vo rvjnrvi io-io iva-i oo), wnich is obsolete.) 
























°r 


This report is required by law (7 USC 2143), Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

35-R-0010 


CUSTOMER NO. 

614 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

UNIVERSITY OF WISCONSIN-RIVER FALLS 
410 S. 3RD ST. 

RIVER FALLS, Wl 54022 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (sites) 


UNIVERSITY OF WISCONSIN-RIVER FALLS 
RIVER FALLS, Wl 54022 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 

D + E) 


4, Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


Horses 


13. Other Animals 




ASSURANCE STATEMENTS 


1) FTofessionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

l l 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) 

i 

DATE SIGNED 

11/12/2004 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 






























s 

This report is required by law (7 USC 2143). Failure to report according to the regulations can 

See reverse side for 

Interagency Report Control No 


_ 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 

additional information. 

0180-DOA-AN 


ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
35-R-0010 


CUSTOMER NO. 
614 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

UNIVERSITY OF WISCONSIN-RIVER FALLS 
410 S. 3RD ST. 

RIVER FALLS, Wl 54022 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

Cattle 

290 

Poultry 

17 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions Is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 1 

1 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

1 

DATE SIGNED 

11/12/2004 



APHIS FORM 7023A 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 



















I 


APHIS Form 7023 Additional Reported Sites 

The following additional sites have been reported by the facility. The reported sites have not been verified by APHIS and 
have been provided by the facility solely for completeness of the APHIS Form 7023 Annual Reporting submission. 


Registration Number: 35-R-0010 

Customer Number: 614 

Facility: UNIVERSITY OF WISCONSIN-RIVER FALLS 

410 S. 3RD ST. 

RIVER FALLS, Wl 54022 


Lab Farm 1 
115 Cemetery Rd. 
River Falls, Wl 54022 
Lab Farm 2 
129 Glover Rd. 

River Falls, Wl 54022 




FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessarv or use APHIS Form 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I ki At jc 0 TITI C r\ C r P f\ r\ O IMQTITI ITirtklAI ntrcmiAl / Tuna nr Print I 


DATE SIGNED 

b/n/i 


f - iv l iivr t v/ « \m t 

( AUG 91 ) 


, « . ^3 (OCT 88), which is obsolete.) 























FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


i 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible institutional Official ) 


| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 


APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 


























This report is required by law (7 USC 2143). Failure to report according to the regulations can NOV 0 3 200% See attached form for 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21.' additional information. 


Interagency Report ControUNo ■ 




UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 . CERTIFICATE NUMBER: 35-R-00 1 4 

CUSTOMER NUMBER: 608 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

University Of Wisconsin-Whitewater 
Research And Sponsored Program 

800 W. Main Street 

Whitewater, Wl 53190 



Telephone: (262) -472-5212 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 
By The Animal 
Welfare Regulations 



B. Number of animal 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, experiments, 

F. 

being bred, 

animals upon 

which experiments. 

research, surgery or tests were conducted involving 


conditioned, or 

which teaching, 

teaching, research, 

accompanying pain or distress to the animals and for wti 

TOTAL NUMBER 

OF ANIMALS 

held for use in 

research, 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

teaching, testing. 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

experiments, 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments. 

( COLUMNS 

research, or 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 

surgery but not ye 

involving no pain, 

for which appropriate 

producing pain or distress in these animals and the reas( 

C+D+E) 

used for such 

distress, or use o 

anesthetic, analgesic, or 

such drugs were not used must be attached to this report 

purposes. 

pain-relieving 

tranquilizing drugs were 



drugs. 

used. 





4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 

t 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in( 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


I mai/ip a titi p nc r p n no iwqtiti mnuAi rtppir'i ai / T„ no M d rin* \ 


DATE SIGNED 


APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 





















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 





1. REGISTRATION NO. CUSTOMER NO. 

35-R-0015 611 

FORM APPROVED 

OMB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY ( Name and Address, as registered with USDA, 

| include Zip Code) 


UNIVERSITY OF WISCONSIN-LA CROSSE 

I 1725 STATE STREET 


I ROOM 106 HEALTH SCIENCE CENTER 

| LA CROSSE, Wl 54601 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 



FACILITY LOCATtONS(s/fesJ 


UNIVERSITY OF WISCONSIN-LA CROSSE 
LA CROSSE, Wl 54601 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Colt. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

i i 

| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

i 

DATE SIGNED 

10/29/2004 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 


























eye 

This report is requires by law (7 USC 2143). Failure to report according to the regulations can See attached form for Interagency Report Control Nl<|.; 

result in an order tc’ cease and desist and to ce subject to penalties as provided for in Section 21 i additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

t. CERTIFICATE NUMBER: 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE • - 


OMB NO. 0579-0036 


CUSTOMER NUMBER: Q -j J 



Madison Area Tech College District 


ANNUAL REPORT OF RESEARCH FACILITY 

3550 Anderson Street 


( TYPE OR PRINT ) 

Madison. Wl 53704 

. . . _ __ _ 


nUV c 32)04 

Fall, 2004 

Telephone: (608) -246-6100 





FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach additional sheets if necessary or use APHIS Form 7023A \ 


A. 

B. Number of animal 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, experiments. 


being bred. 

animals upon 

which experiments. 

research, surgery or tests were conducted involving 


conditioned, or 

which teaching. 

teaching, research, 

accompanying pain or distress to the animals and for wh 

Animals Covered 

held for use in 

research. 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiiiz 

By The Animal 

teaching, testing, 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

Welfare Regulations 

experiments, 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments. 


research, or 

conducted 

distress to the animais an 

surgery, or tests. ( An explanation of the procedures 


surgery but not ye 

involving no pain, 

for which appropriate 

producing pain or distress in these animais and the reast 


used for such 

distress, or use or 

anesthetic, analgesic, or 

such drugs were not used must be attached to this report 


purposes. 

pain-relieving 

tranquilizing drugs were 


F. 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


drugs. used. 



1) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anestetic, analgesic, and tranquiilzirg drugs, prior to, during, andfbilOMng actual rest 


teaching, testing, surgery, or expe rim e n t ati on were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exce ptio ns to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is at ta ch e d to this annual report In addition to identifying tile lACUC-approved exceptions, this summary inc 
brief explanation of the ex c eptions, as well as the species and number of animats affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

SIGNATURE OF fLF O HR INSTfTimONAI OFRTJAJ 

NAME & TITLE OF GE.O. OR INSTITUTIONAL OFFICIAL (Typear Print ) 

DATE SIGNED 1 

*Mo A 


88), which is obsolete.) 


\ owv ai / 
























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


|JftU A Q onni See attached form for 
"v * L/ L/ fcUwT additional information. 


Interagency Report C 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 35-R-0017 

D , 

FORM APPROVED 

OMB NO. 0579-0036 

CUSTOMER NUMBER: 012 


University Of Wisconsin-Milwaukee 

3209 N. Maryland, Lapham 364 

P. 0. Box 413 

Milwaukee, Wl 53201 


Telephone: (414) -229-6339 




3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use or 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquitizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this reporl 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animats affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



NAME & TITLE OF C.E. 


DATE SIGNED 

« (oz(o'{ 



18-23 (OCT 88), which is obsolete.) 


























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 1 


OCT 2 5 2004 


See attached form for 
additional information. 


Interagency Report Cont 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 35-R-0022 

CUSTOMER NUMBER: 04 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Gundersen Lutheran Medical Center 
1836 South Avenue 

La Crosse, Wl 54601 



Telephone: (608) -785-0530 


|3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) 



Ata 


f REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquifizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


i 

6 



5. Cats 



9 


9 

i 

6. Guinea Pigs 






7. Hamsters 


| 

- z 


A 

* 

8. Rabbits 

i 




! 


9. Non-human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 





















n 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquifizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SI G 

1 hlAUP a. TITI C nc r f= n no IMCTITI ITIDAIAI nCtririAl / Tma nr Print \ 

DATE SIGNED 


APH ch is obsolete.) 

( AUG 91 ) 



Facility Locations 


1 .) Gundersen Lutheran Medical Center 
1 836 South Avenue 
La Crosse, WI 54601 


2. ) La Crosse Veterinary Clinic 

2128 Hwy. 16 
La Crosse, WI 54601 

(this location is located approx. 5 miles from Gundersen Lutheran) 

3. ) Gundersen Lutheran Medical Center 

Microbiology Research Laboratory 
Health Science Center 
1300 Badger Street 
La Crosse, WI 54601 

(this location is located approx. 2 miles from Gundersen Lutheran) 


This report is required by iaw (7 USC 2143). Failure to report according to the regulations can 
result In an order to cease and desist and to be subject to penalties as provided for in Section 21 i 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


kjHU 0 ft 200 W atladiad forni to 
n U " A# Li additional information. 


1. CERTIFICATE NUMBER: 35-R-0029 
CUSTOMER NUMBER: 634 


Interagency Report Control No. 


FORM APPROVED 
OMB NO. 0579-C036 


Medical College Of Wisconsin 
Oscar F. Peterson Animal Research Ctr 
8701 Watertown Plank Road 
P.O. Box 26509 
Milwaukee, Wl 53226 


3. REPORTING FACILITY < List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


j^^TO^OFANIMALSUSTED^BYORUNDERCONTROU^ 


A, 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress lo the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquillz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

1 ( COLUMNS 

C+D+E) 

4. Dogs 



295 


295 

5. Cats 



117 


117 

6. Guinea Pigs 



[: 582 


582 

7. Hamsters 



83 


83 

8. Rabbits 



1664 

15 

1679 

9, Non-human Primates 

‘ 


7 


7 

1 

10. Sheep 





i 

1 1 . Pigs 



15 


15 

12. Other Farm Animals 
GOATS 



22 


22 

1 






mm 



36 


36 




















| ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institution at Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary me 
bhef explanation of the exceptions, as welt as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animaf care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGN AT| idf of r . f n hr iwqtiti itidkiai nFFiriAi 


| NAME & TITLE OF C E O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


I DATE SIGNED 





APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 




























Registration Number: 35-R-0029 Justification for 15 rabbits in Column E 
ANIMAL STUDIES 

Approximately 400,000 cases of herpetic keratitis occur each year in the US* 

Some of these cases are due to initial infections of the cornea which can be 
treated with antiviral agents alone. Many of the cases, however, are due to 
recurrent disease which involves severe inf lamination and an undesirable immune 
response, leading to corneal opacification ("stromal disease”). To reduce the 
risk of visual impairment, therapy including both an antiviral agent and 
corticosteroid is the standard of care. This form of therapy is successful only 
about 50% of the time and extended use of steroids causes many complications. 

The goal of these studies is to determine whether nitric oxide synthase 2 (an 
inducible enzyme involved in inflammation) plays a role in HSV-induced corneal 
edema. Our preliminary data indicate that it does. One of our aims is to 
determine whether N0S2 inhibitors are effective replacements for steroids. 

Rabbits are the model of choice because herpetic keratitis in the rabbit mirrors 
the disease as it occurs in humans, including reactivation. Furthermore, rabbits 
have large corneas which are amenable to the evaluation of disease severity. 

This model has provided the preliminary data required to gain FDA approval of 
four antiviral agents for the treatment of acute disease. Models in mice, cats 
and guinea pigs have value for certain studies with other goals, but for the 
type of studies required to achieve our specific aims, rabbits are the best 
model . 

Herpes simplex virus (HSV) is a neutrophic virus which establishes latent 
infections in the neurons that serve the infected dermatome. HSV DNA also 
persists at the site of the initial infection. Primary infection will be 
established in rabbits by injection of 10s pfu of virus at the midline of the 
alveolar mucosa of the mandible. These infections are much like primary 
infection in humans. The disease is a mild gingivitis, the rabbit seroconverts 
and a latent infection is established in the trigeminal ganglia. Three weeks 
after primary infection, 103 pfu of virus is injected into the corneal stroma to 
produce stromal keratitis. At the time of both infections, rabbits will be 
anesthetized by IM injection of a mixture of 25 mg/kg ketamine and 5 mg/kg 
xalazine. One or two drops of 0.5% proparicane will be placed at the site of 
infection. Some animals will be treated with antiviral agents combined with 
test compounds possessing putative anti-inflammatory activity . Other animals 
will receive no medication so that they can be killed at various times after 
infection and their tissues taken to the laboratory for analysis. The 
administration of any neuroactive drug other than ones used as part of a 
specifically-designed protocol could adversely affect the outcome of our 
studies . 

The primary infection of rabbits rarely causes any problems in our hands. On 
rare occasion the primary disease can cause ulceration of the gingiva or death 
due to encephalitis just as it may in humans. The animals will be observed 
daily for signs of problems. Any animal experiencing severe oral infection or 
encephalitis will be killed immediately. We do not have exact numbers on these 
complications, but our guess is that less than 1% of animals experience such 
difficulties. The secondary or Recurrent-like 1 infection of the corneal causes 
the development of herpetic keratitis and stromal disease. It is our experience 
that none of these animals will die of encephalitis because they all possess 
HSV-1 neutralizing antibodies from their primary infections. All of the animals, 
if not receiving antiviral/steroid therapy, will develop stromal disease which 
causes their corneas to become edematous and opaque, thus impairing vision. It 



is our experience that only about 2 % of eyes become blind. Rarely «1%) does 
bilateral blindness develop. If bilateral blindness develops, the rabbit will be 
killed immediately. If unilateral blindness develops, the rabbit remains able to 
function and eat, and thus is able to complete the experiment. 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 


NOV 1 6 2004 


See attached form for 
additional information. 


okr 

Interagency Report Control No. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 35-R-0030 

CUSTOMER NUMBER: 040 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Covance Laboratories Inc 

3301 Kinsman Boulevard 

Madison, Wl 53704 



Telephone: (608) -242-2712 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( S it e s ) S ee A tach ad Li s ting - 2>3 O l G>\ VJCi • 

IPodLscir . vjliX 5370*4 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animats Covered 

By The Animat 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


23 <^1 

H05 

0 

911 H 

5. Cats 


(od- 

<6 



<z5 


6. Guinea Pigs 

1 

15 

0 


15 

7. Hamsters 






8. Rabbits 


1033L 

HU 

<6 

IHH3 

9. Non-human Primates 

3 


Mil 


3 <oH5 

10. Sheep 




■ — ’ ■ ■ ■ ■ ■■ ■ • 


11. Pigs 


33% 


<2f 

£70 

12. Other Farm Animals 












13. Other Animals 
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| ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of ait such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary int 
brief explanation of the exceptions, as well as the species and number of animats affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I SIGNA 


NAME & TITLE OF C.E.O OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

|DATE SIGNED 

J&ln 


APHIS F OCT 88), which is obsolete.) 

( AUG 91 ) 



M 


r 


SUMMARY OF EXCEPTIONS 
There were no exceptions to the standards in 2004. 


ATTACHMENT 1 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


See attached form for 
additional information. 


OCT <) i ln 2Df4 cyReporteSmr51 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 35-R-0034 

CUSTOMER NUMBER: 639 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Geneva Laboratories, Inc. 

P.O. Box 140 

Elkhom, Wl 53121 




Telephone: (262) -723-5669 



|3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. 

Attach additional sheets if necessary ) | 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A 1 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this reporl 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the iACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 

9 - 29-04 


f 88), which is obsolete.) 
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119 9 0 0 • 
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p.CJ 


This report is required by law (7 USC 2143), Fsifurs to report according to tha reguabons can 
re’ jit in an order to cease and desist and to be subject to penalties as provided for in Section 21‘ 

See attached form for 
additional information. 

interagency Report 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CEimFICATE NUMBER: 35-R-0042 

CUSTOMER NUMBER: 648 

FORM APPROVEO 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Powdeiject Vaccines, Inc. 

8551 Research Way Bh/d 

Middleton, Wl 53562 



Telephone: (608) -824-3730 


|3. REPORTING FACi-ITY ( Ust ati locations where animals were housed or used in actual research, testing, or ogterimentadon, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - SeeAtachod Listing 


1 REPORT OF ANIMALS 1 

JSED BY OR UNDER C 

JONTROL OF RESEAR 

CH FACILITY f Attach additional streets If naceasanr or useAPHfS Form 7023A1 | 

A. 

Animafa Covered 

By The Animal 
Welfare Regufattone 

8. Number of animal 
being bred, 
conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
invoMng no pain, 
distress, or uaa q 
pain-rei*eving 
drugs. 

D. Number of animals upon 
which expenmente, 
teaching, research, 
surgery, or lasts mere 
conducted InvoMng 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquKzing drugs were 
used. 

E. Number of arrxnas upon which teaching, experiments, 
research, surgery or lasts were conducted involving 
accompanying pamordwtrees to the animals and for wh 
die use of appropriate anesthetic, analgesic, or trenquiliz 
drugs would have arhwsefy affected the procedures, res 

or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animats and the reaar 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

o 

o 

c 


c 

5. Cats 

c 

V 

C 

C 

c 

6. Guinea Pigs 


is 

C 

0 


7. Hamsters 

c 

r 

c 

0 

c 

8. Rabbits 

c 

0 

C 

c 

c 

9. Non-human Primates 

c 

c 

c 

D 

c 

10. Sheep 

c 

c 

c 

0 

c 

11. Pigs 

c 

i2J> 

a 

c 

/2 0 

12. Other Farm Animals 

c 

£ 

r~ 

o 

0 

c 







13. Other Animals 

c 

d 

0 

c 

c 


«* 


L_ - 




* b/OL/rM^ u 

Md bcf mid'L 

t 


wtnfauj ~nc u~ "c " 






T 



| ASSURANCE STATEMENTS 

] 


1) Professionally acceptable standards governing the cane, treatment and use of animals, including appropriate use of anastatic, analgesic, and tranqulftzing drugs, prior to. during, and following actual rear 
leaching, testing, surgery. or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has reputed mat exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying me fACUC-approved exceptions, this sunmary inc 
brief explanation of the exceptions, as wHl as the species and number of animats affected. 

4) The attending veterinarian for this research faci lity has appropriate autoority to ensure fee provision of adequate veterinary care and to overset the adequacy of ofcer aspects of animal cam and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FAOUTY OFFICIAL 
( Chief Executive Officer or Legafly Responsive InatfluCionaJ Official ) 


SIGNATURE OF C E O OR INSTITUTIONAL OFFICIAL 


1 


DATE SIGf^O 

t/djcs 


APHtS F<JKM ruza 
l AUG 91 > 


(Replaces vs FORM 18-23 (OCT 88). which is obsolete.) 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 

See attached form for 
additional information. 

Interagency Report Control No.: . 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: ^-R-OinS 

FORM APPROVED 1 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


OMB NO. 0579-0036 


CUSTOMER NUMBER: 035 


ANNUAL REPORT OF RESEARCH FACILITY 

Pewaukee Veterinary Service APT 0 t OftfU 

( TYPE OR PRINT ) 

N29 W23950 Schuett Drive Vv 1 CL 4UU* 


Pewaukee, Wl 53072 



Telephone: (262) -601 2200- J 








3. REPORTING FACILITY < List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


o 


FACILITY LOCATIONS { Sites ) - See Atached Listing 

Wi4*? l4v^g3 Mufowiuqt) Z£> 2- 370 - \ c d'2- i i^ 


Ct> ■ VlJfUcAo^v 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessarv or use APHIS Form 7023A > 


A. 

B. Number of animal 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, experiments, 


being bred, 

animals upon 

which experiments, 

research, surgery or tests were conducted involving 


conditioned, or 

which teaching, 

teaching, research, 

accompanying pain or distress to the animals and for wh 

Animals Covered 

held for use in 

research, 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

By The Animat 

teaching, testing, 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

Welfare Regulations 

experiments, 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments. 


research, or 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 


surgery but not ye 

involving no pain, 

for which appropriate 

producing pain or distress in these animats and the reas< 


used for such ; 

distress, or use o 

anesthetic, analgesic, or 

such drugs were not used must be attached to this report 


purposes. 

pain-relieving 

tranquilizing drugs were 



F. 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E ) 


drugs. used. 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of ail such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



e.) 


I auu yi ) 





























See reverse side for 
additional information. 


\s r*-"' 


Interagency Report Control No 
0180-DOA-AN 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to ba subject to penalties as provided for In Section 21 50. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTING FACILITY (List alt locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach addition at 
sheets if necessary.) 


FACILITY LOCATK>N$f5*e5; 


BELL LABORATORIES. INC. 
MADISON, Wl 53704 


1. REGISTRATION NO. CUSTOMER NO. 

3S-R-0107 636 

FORM APPROVED 

ON© NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 

I include Zip Code) 


1 BELL LABORATORIES INC 

3699 KINSMAN BOULEVARD 

MADISON, Wl 53704 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets If necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests ware 
conducted 
involving no 
pain, distress, or 
use of pain- 
relie wng drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizlng drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
musi be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cots. C ♦ 

D + E) 


4 Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 


Eastern Mole 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, end tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painfuf procedures, 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

J SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/23/2004 


APHIS FORM 7023 
(AUG 91) 


(Rtplacet VS FORM 11-23 (Oct 88). which it obtotott 


PART 1 - HEADQUARTERS 


























APHIS Form 7023 Column E Explanation 


This form is intended as an aid to completing the APHIS Form 7023 Column E explanation. It is not an official form and its 
use is voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1. Registration Number: 35-R-0107 

2/3. Species (common name) & Number of animals used in this study: 
Eastern Mole (90) 


4. Explain the procedure producing pain and/or distress. 

4. Oral Toxicology studies utilizing the following active ingredients: 

5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to determine 
that pain and/or distress relief would interfere with test results. (For Federally mandated testing, see Item 6 below) 

The Eastern Mole was used because it is the target species of the mole toxicant identified in US EPA Subdivision G: 
Product Performance; Series 96 Efficacy of Vertebrate Control Agents 96-8 Mole Toxicants-Eastem, Townsendjfs, 
Stamose, California Moles. 

6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations (CFR) title 
number and the specific section number (e.g., APHIS, 9 CFR 113.102): 


Agency: 


CFR: 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 i 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


Interagency Report Consol, No 



1. CERTIFICATE NUMBER: 

35-R-0108 

CUSTOMER NUMBER: 

622 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Panigen Inc 
W8959 Highway 39 
Blanchard ville, W I 53516 


SEP 2 4 2884 


Telephone: ()- bO& ^>2 *>* \^tO ^ 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) * See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 




13. Other Animals 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of ail such exceptions is attached to this annual report. In addition to identifying the iACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



I klAIJC 0 TIT1 n AC A C A AD IklOTITI ITIAkiAl ACCIAIAI / T. 


DATE SIGNED 


ete.) 


( AUG 91 ) 



























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21.' 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


OCT ^ 5 2004 


See attached form for 
additional information. 


Interagency Report Control 




ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1 . CERTIFICATE NUMBER: 35-R-0109 

CUSTOMER NUMBER: 774 

1 * 

FORM APPROVED 

OMB NO. 0579-0036 

Great Lakes Nutrition, Inc. 


6493 Rosy Lane 


Ridgeway, Wl 53582 


Telephone: (608) -924-1309 





3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessary or use APHIS Form 7023A 1 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this reporl 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 




OrD 



13. Other Animals 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects erf animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I malic: *. TITI P nc r* P n no 1MQTITI ITinMAI nPPIf'IAI / Tuna nr Print I 


DATE SIGNED 

/ 0 /'s/oy 


( AUG 91 ) 





















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an o?der to cease and desist and to be subject to penalties as provided for in Section 21! 


See attached form for 
additional information. 


OCT 2 9 2004 

Interagency Report ControjNo. 


1. CERTIFICATE NUMBER: 

35-R-0111 

CUSTOMER NUMBER: 

795 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


University Of Wisconsin-Oshkosh 
800 Algoma Blvd 
Oshkosh, Wl 54901 

Telephone: (920) -424-0200 


FORM APPROVED 
OMB NO. 0579-0036 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquil^ 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this reporl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep . 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 



- 



13-Lined . . 

qrouna squirrel 

s 8 

18 

14 

0 

32 

spiny rats 

0 

200 

0 i 

0 

200 

Rats 

18 

26 

70 

0 

96 


ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 



2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

1 SIGNATURE OF GEO OR INSTITUTIONAL OFFIOIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 


ate.) 


{ AUG 91 ) 













A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number ol 
animals being 
bred, 

conditioned, or 
held Jor use in 
leaching, testing, 
experiments, 
research, or 

12 &/OR 13. Other 
(L/sl by species) .. 

surgery but not 
yet used lor such 
purposes. 

t 

House sparrows 

0 


this report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penaities as provided lor in Section 2150. 


See reverse side lor 
additional information. 


Interagency Report Control No 
01 80-00 A- AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ym 


FORM APPROVED 
0MB NO. 0579*0030 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

( TYPE OR PRINT) 


1. REGISTRATION NO. 

35 - R - 0111 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code ) 

University of Wisconsin - Oshkosh 
800 Algoma Blvd 
Oshkosh, WI 54901 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


chestnut-side 



anolis lizards 


C Number ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 

D. Number ol animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number ol animals upon which teaching, 
experiments, research, surgery or lesls were 
conducted involving accompanying pain or distress 
to the animals and for which the use ol appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ol the teaching, research, 
experiments, surgery, or tests. (An exptanation ol 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F 

TOTAL NO. 

OF ANlMALs 

(Cola. C + 

D + E) 

20 

0 

0 

20 

15 

0 

0 

15 

10 

0 

0 

10 

180 

o ! 

0 

180 




1) . Professionally acceptable standards governing the care, treatment, and use of animals, including approriale use ol anesthetic, analgesic, ami tranquilizing drugs, prior to. during, 

and following actual research, teaching, testing, surgery, or experiment a Mori were followed by this research facility 

2) . Each principal investigator has considered alternatives to painful procedures. 

3) . This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC) A summary of all such exceptions is attached to this annual report in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number ol animals affected 

4) . The attending veterinarian lor this research facility has appropriate authority to ensure the provision ot adequate veterinary care and to oversee the adequacy nt other aspects ol 

animal care and use. 


CERTIFICATION BY IIEADQUAKTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that the above is true, correct, and complete (7 U S C Section 2143) 



SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME A TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or PnnV 


DATE SIGNED 


h-ZT'O*’) 


APHIS FORM 7023A 
(AUG 91 ) 


PART 1 - HEADQUARTERS 






















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

35-R-0115 


CUSTOMER NO. 

10701 


Interagency Report Con 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


c ^pr J 

ontrol No 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY ( Name and Address, as registered with USDA, 
include Zip Code) 

MIRUS CORPORATION 
505 S ROSA RD . 

MADISON, Wl 53719 NOV 1 2 2004 

(608) 236-4400 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 



FACILITY LOCATIONS (sites) 


See Attached Listing 


lQ O 


5 3 7 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


3. Rabbits 


9. Non-Human Primates 


O 


O 


cD 


O 


O 


O 


o 


o 




o 


o 



o 


o 


o 


o 


o 


o 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



a 


o 



I 

o 

o 

( 

0 

o 



0 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animat Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 




PART 1 - HEADQUARTERS 




































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 

See attached form for 
additional information. 

Interagency Report Control No >-*«** / 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 35-R-0116 

CUSTOMER NUMBER : 1 31 71 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Genesis Midwest Lie 

N6230 County Road G 

Neillsville, Wl 54456 



Telephone: (715) -743-4557 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 




A. 

Animals Covered 

By The Animat 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o- 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz j 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANtMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

_Q 

Hamsters 

0 

0 

0 

0 

n 

Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

72 

0 

0 

72 

12. Other Farm Animals 

0 

0 

0 

0 

0 




- 



13. Other Animals 





l 

Dairy Goats 

0 

4 

0 

0 

4 

Dairy Cows 

0 

12 

0 

0 









] 


ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC) A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME A TITl F OF C. F O OR INSTITt ITIONAI OFFIOIAI ( Tvnf> nr Print \ 


DATE SIGNED 


APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88). which is obsolete.) 




































































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
_resultjnan order to cease and desist and to be subject to penalties as p rovided for in Section 21! 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 35-R.Q 118 
CUSTOMER NUMBER: 20886 


cy * — 

itrolKo.: 


Interagency Report Control 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Metabiologics Inc 
505 S. Rosa Road 
Suite 18 

Madison, Wl 53719 


OCT 1 2 2004 


Telephone: (608) -441-2730 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets" necessary or use APHIS Fnrn. 7tmA t 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y« 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
fnvolving no pain, 
distress, or use o 
pain-relieving 
drugs. 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 

11. Pigs 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


12. Other Farm Animals 


13. Other Animals ^ 

M 1CU 


Number of animals upon which leaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


o 


too 


A SSURANCE STATEMENTS 

teaching, testing, surgery, or experimentation were falowrS byS ^ S ’ ' ndUd ' n9 apDro P n ete use of anestetic, analgesic.t!!7tranqurzing drugs, prior to. dunng, and following actual res* 

2) Each principal investigator has considered alternatives to painful procedures. 

Institutional Animal Care and Use Commmtre^CU^ a " d Rations be specified and explained by the principal investigator and ap 

bnef explanation of the exceptions, as well as the species a nTnunW "ornate aSt " ROrt add, ' ,0n ,0 ,he ^CUC-approved exceptions, this summary in< 

~ ~ The ~ a Ve,6nnanan for ,hiS reS6erCh ha * 10 — «» P~ of adequate vetertnary „ and ,o oversea toe adequacy of Cher aspecls of an,™, care and use. 


SIGNATl IRF ap r t= r\ r\o imotiti •'•'JONAL OFFICIAL 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME S TITLE OF CEO. OR INSTITUTIONAL OFFICIAL ( Type or Print) 


APHIS hUHM 7U23 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88). which is obsolete.) 


DATE SIGNED 

tc /iM 




Column E Explanation 


This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 

5T- fl- Oil? 

1 . Registration Number: j>5— - (X ^ Cust * 

2. Number of animals used in this study. 


* 

3. Species (common name) of animals used in the study. 


4. Explain the procedure producing pain and/or distress 


W WWWV4MT v ^1 VVIMViny 1 Ul iwr VI UIVU WWV< 

X Xcv- 'Wus c \r <? per£>f^0 (o> Mer4V0Ccr>(C5 

4-‘ r*>4- i ) p? ** — 

J kj) CO<v.c9 


TV {-.Vy*- 

Of~€ poC . 

() w o-v^S • 
C-p -e *4-o 


(S 


TW 




r 


y 


. ^ 

o— ^ 0 eiiAoexs ia.s < 

° G ** ‘ s 

f -J*. 


O \ 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing, see 
Item 6 below) . 

TUe AXAjDOL OCO fCLH t S TVa< /U^o <J + Sf rfWVl ^ 

C 'Ft C> cO — G-^ \j-Q ( vvoJi. 


. \ 




r\ (j 

(*s* roei^v-i <w * ^ 




YW csj^e • j£>$ qJ^ 


*6 p 


J 

5 cxt K £> 


O.S r^HP^ ^ P CSV ^ ^scu-e 

CXA^kJ 


6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 113.102): 

Agency CFR_ 



This report is required by law (7 USC 2143) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided lor in Section 2150. 


UtU 07ZUU+ 


See reverse side tor 
additional information 




nteragency Report Control 
J180-DOA-AN 


ii • * * i 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


/ . , . 
i 1 > .**> . ' I ’’ 


1. REGISTRATION NO. ^ > - 

35-v-ooi 


I M K, ,.FORM APPROVED 
o. , I io . OMQm 0579-0036; 


* X x S' r* V” * '* 

, -• , • <>S r * >- 


4 iO ACiT3 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY ( Name and Address, as registered with USDA, 

In^/udo Zip Cod^ 1 1 T2 W 

Department of veterans Affairs Central Offici 
810 Vermont Ave NW 
Washington, DC 20420 

, . . . . * > irlT 1 

v - : t'* ■ - 5 ^ i iW{ W » 



3. REPORTING FACILITY (List alt locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes;! Attach additional 
sheets it necessary.) 


FACILITY LOCATIONS (Sites) 


607 William S. Middleton Memorial Veterans 

Hospital 


2500 Overlook Terrace 

Madison. WI 53705 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adiditional sheets if necessary or use APHIS FORM 7023A.) - 


A. 



Animals Covered 

By The Animal 

Welfare Regulations 

4. 

Dogs 

1 _JL_ 

Cats 

6. 

Guinea Pigs 

7. 

Hamsters 

8. 

Rabbits 

9. 

Non-human Primates 


Number ot 
animals being 
bred, 

conditioned, or 
held tor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number ol 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 


Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
dislress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 


Number ot animals upon which teaching, 
experiments, research, surgery or tests were • ; 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would , 
have adversely affected the procedures, results, or 
interpretation of Ihe teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). ~ 


TOTAL NO 
OF ANIMALS 


(Cols. C + 
O + E) 


10. Shee 


11. Pias 


12. Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including approbate use ol anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to pamlul procedures 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by Ihe 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report, in 
addition to identilying the IACUC approved exceptions, this summary includes a briet explanation of Ihe exceptions, as well as the species and number ot animals affected 

4) The attending veterinarian lor Ihis research facility has appropriate authority to ensure the provision ot adequate veterinary care and to oversee the adequacy ot other aspects ol 
animal care and use. 


CERTIFICATION BY HEADQUARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify thal Ihe above is true, correct, and complete (7 U S C Section 2143) 



SIGNATURE Of 


NAME & TITLE OF CEO. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORivi ikjco 
(AUG 91) 




tnepiaces vo rut-wvi io-^a ooj. which is obsolete ) 


PART 1 - HEADQUARTERS 













/ 

7 


This report is required by taw (7 USC 2143) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150 


See reverse side (or 
additional information. 


Interagency Report Control No 
01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

t. REGISTRATION NO. FORM APPROVED 

35-V-004 OMB NO 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

DEPARTMENT OF VETERANS AFFAIRS CENTRAL OFFICE 
810 VERMONT AVENUE NW 

WASHINGTON DC 20420 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, leaching, or experimentation, or held lor these purposes. Attach additional 
sheets if necessary ) 


FACILITY LOCATIONS (Sites) 


V A MEDICAL CENTER - 695 
5000 W NATIONAL AVE 
MILWAUKEE MI 53295 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A) 

■ ■— ^ ■ — — — i 1 ■ ■ ■ ■ ■■■■— ^ — 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number ol 
animals being 
bred, 

conditioned, or 
held (or use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used tor such 
purposes. 

C Number ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 

0. Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to (he animals 
and for which appropriate 
anesthetic, analgesic, or 
Iranquilizing drugs were 
used 

E. Number ol animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 

1o the animals and for which the use of appropriate 
anesthetic, analgesic, or Iranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ol the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO 

OF ANIMALs 

(Cols. C + 

D + E) 

4. Dogs 



173 


173 

5. Cats 



13 


13 - 

6. Guinea Pigs 






7. Hamsters 






8. Rabbits 



66 


66 

9. Non-human Primates 






10. Sheep 



26 


26 

11. Pias 


12 

149 


161 

12. Other Farm Animals 









1 


1 

13. Other Animals 

























| ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including approbate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 


2) Each principal investigator has considered alternatives to pamlul procedures 

3) This lacility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of Ihe exceptions, as well as the species and number of animals affected 


4) 


Tfie attending veterinarian for this research facility has appropriate authority to ensure the provision ol adequate veterinary care and to oversee the adequacy ot other aspects of 
animal care and use 


CERTIFICATION BY IIEADQU AKTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that 1 he above is true, correct, and complete (7 USC Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF C E O. OR INSTITUTIONAL OFFICIAL 


(7 YPe or Print) 


DATE SIGNED 



APHIS FORM 7023 (Replaces VS FORM 18-23 (OCT 88), which »s obsolete ) 

(AUG 91) 


PART 1 - HFAnni 1ARTFRQ 



